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Listed in the document are specific building needs 
fpr the handicapped. It is explained that the detailed survey forms 
can be used to determine. building accessibility for a wide range of 
handicapping conditions. Survey information includes the specific 
building need (e.g. 12 foot vide parking space) and the letter code 
for affected function- Space is provided to check vhether the 
standard is met or not. Specific areas covered include parking, 
xamps, railings, steps, doors, telephoned, toilets, kitchens, 
laundries,, siiimning pools, supermarket check out lanes, and 
transportation. Information is indexed^ according to ty^e of impaired 
function (e.g. crutches and long leg braces, blind, and unusually 
short or tall) ; specific school settings (e.g. ca,feterias, 
gymnasium); and miscellaneous locations (such as eating places, 
public rest rociDS and public buildings) . (CL) 
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GROUPINGS OF HANDICAPS BY IMPAIRED FUNCTION 



Wheel chair user with good arm function 
Wheel chair usei- with poor arm function 

Crutches and long leg brace(s) (One or both legs braced from waist or hips down) 

One or 2 crutches (any type), one or 2 canes (any type) with or without short (from 
krtee down) leg braces 

Wall^er (Walkerelte) — Rigid or hinged for movement, with or without brace(s) 

Limited function in leg(s) only c 

Limitjed function in arm(s) and leg(s) 

Limited function in arm(s) only 

l^edjical handicap (cardiac, respiratory, problems of aging, etc.) 
Language disorder (inability to read warniifg or directional signs) 



He\^\\\~UNUSUALLy shoxX or tall 

Blind or with insufficient sight to permit eyes to.guide body, read signs 



{ Hearing handicap insufficient to hear warnings, speech (Deaf or hard of hearing) 



INDEX BY CODE FOR IMPAIRED FUNCTION 

' ■ -I 

(NOTE: D^sh between two numbers includes the first & last numbers aftd all numbers between; 
numbers refer to building needs.) 

/ 

A / 1-20, 24-30, 33-50, 54-73, 75-82, 84-95, 100-111, 113-122 
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B 1-20, 24-30, 33-50,54-73, 75-95, 100-111, 113-122 

C 1-11, 14-30, 34-37, 39-46, 56-60, 65, 68-73, 75-82. 86, 90-95. 102-108, 111,113-118, 120-122 

D 2-6, 8-10, 12-24, 27, 29, 30, 34-36, 39, 40, 42, 43, 46, 59, 74*, 78, 81. 82. 90, .101, 102, 104, 
105, 107, 111, 112, 114-116, 118. 120-122 



E 1-6, 8-14, 21-30, 34-43, 46, 54., 59, 74, 78, 81, 82, 90, 101, 102, 104. 105. 107. 111. 114^116 
118, 120-122 ' 



F 2-6, 8-10, 12-24, 27, 29, 30. 34-36. 39, 40, 42, 46, 59, 74, 78. 81. 82, 90. 104 105 107 '112 
114-116, 118. 120-122 ' ' \ 

G 2-6. 8-10, 12-24, 27, 29, 30, 34-36, 39, 42, 45, 46, 48, 59, 74, 78. 81-83, 90, 104, 105 107 
112-116, 118, 120-122 



29. 30, 36. 39, 45, 46, 48, 83, 90, 113, 114, 121, 121 



4-6, 9, 10, 12. 13, 15-20, 23, 24, 29. 36, 61, 83. 104, 112. "!14 122 



48. 53, 122 



32, 34. 45-50, 60, 62. 64-66, 86, 89-91, 99. 113, 114, 118, 120, 122 



L 4-6, 8-10, 14-21, 23, 24, 27. 31, 32, 34. 35. 39. 40, 42. 45, 47, 51-53. 64, 68 70. 74. T*' 83 
86, 93. 96, 99, 103-105, 113, 114, 115, 11.6, 118. 119 V 



5,. 9. 47, 51. 52. 96 98, 1(34, 114, 122 



YOUR CHALLENGE 




Without . malice aforethought, or even awareness ,* man has built schools and homes and 
public buildings anj? State Parks and rest rooms and motels ^nd curbs and restaurants , 
which bar access or limit use, and actually introduce hazards to an estimated one in; 
ten; of our total citizenry. This document was developed to literally "open the doors" 
ard insure safety for Vermont's one in ten - the blind and the visually handicapped/ the 
deaf and the hearing handicapped, people with medical problems which limit endurance for 
steps, those with .mobility problems with' or without the . need, for assistive equipment . 
such as crutches, canes, walkers and wheel chairs, the unusually tall or the very Short. 

THIS MATERIAL IS SENT TO YOU WITH A CHALLENfiE FOR ACTION ! . 
ARCHITECTS - To in^'tiate consideration by anyone building. 

DOCTORS - To assist patients and their families make housing adjustments to accidents 
or il Iness. . 

EDUCATORS - To make it possible for "mainstrea^ned students" to make full- use of any 

school resources like all other students and to facilitate post-secondary 
planning. 
/ . ■ ■/ 

/ HOME HEALTH AGENCY STAFFS - To have the data r^-eded to guide disabled patients in needed 

home modifications. 

HOSP-ITALS - To removfe architectural barriers that your facility may not only be 

accessible to all disabled patients, but serve .as a model for patients, 
visitors, physicians,.^ employees alike. 

REHABILITATION AGENCIES - Like hospitals, to guide and set patterns for barrier-free 

buildings for all kinds of handicaps. 

TEACHER TRAINING INSTITUTIONS • - To initiate the concept of building barriers and their 
I' . solutions so future educators will be attuned to the 

flexibility needed in adjusting to students'with .special 
/ needs, o . 

AGENCIES WITH FOCUS ON EMPLOYMENT OF THE HA^JDICAPPED - To evaluate possible employment 
/ sites. 



THIS PRINTING IS LIMITED 
IT CANNOT BE REPEATED 

THIS MATERIAL WILL NOT BECOME OUT-DATED 
SHARE IT 
USE IT 



rni/->"^ IT FOR FUTURE USE 
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This Title III project, entitled "VOCATIONALLY .OllIEhfTED SCHOOL PLANNING I^R THfc^. 
HANDICAPPED - KINDERGARTEN THROUGH GRADE XI T'* wa?3 designed to develop a series of 
** f.^/fit f^mn** \n nrnl'^t- r^r.ulnr nrhool personnel plMpninf, for the nftor nchool 

ynnrn c onn I nt: I ' » 1 wnrk n.r montr^.nnd sun t tnl 1 1;^ ILlr iut-oroMlH - i doiiL it L fid ^ 
f.i fmtil nt;**'! htkI di*.vo I .'»p<»d In nchool • for thr» fow whono hnndlcaps limit or prevent 
w.rl' ;ifvl/i)r rr.« ' < '•mjrMrn f t v p;ir»: I < f t)ntlon . Sine** nrro-f; r o nnd fnl 1 nsn f»r school 
fli»d commtjnlty r*»«ourceH are essential both during thu poriod ol Lite covered by the 
project and in post-secondary traininr; ♦'^nd/or employment/. living, **BUILDING NEEDS FOR 
THE HANDICAPPED" was developed as a part of the project to serve as a RuidtJ, as ^ 
way to avoid the creation of needless barriers in new buildings, and the elimination'-, 
of some barriers in existing buildings. 



The balance of this project is described in a separate doctimen.t hearing the name nf 
the project. "BUILDING NEEDS FOR THE HANDICAPPED" has been printed separately to 
facilitate its potential use in the entire human community and for the benefit of 
all of its citizens for whom architectural barriers may prevent access and use of 
areas readily open, to others. The people responsible for the total proj.ect aro llst^xl 
below; those marked with an asterisk, for RUirJ)ING NEEDS. People with handicaps 
checked both building needs and the coding - bracketing for accuracy and completeness 
and this final version includes their recommendations. 
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*RAT[ONALE 

l»()nflll>ly .ill iiuLKTowi li ol .icLhuiii incro^ia ) iifjly .Mpp.M'i-ni in Ihn I <h'( - t Iir- 

nitonipt; lii ollinfnntf r/ici/Vl d t so r f mt nn t ton , traduon the (lo-humnnlzln>5 olomontiM of 
mochmaz/ir Ion nod tho Impnct of fioo much* omplinnlTi-on mntotlnllsm - n Panclnra'w boy 
hns been opened in tho matter of nil hutnfln rights to tho ond thot pnst dlncrlmlnn- 
tory tondoncioR hnvo been airod nnd minority groups have both organized protesCa nnd 
initiated court action. Thus, we are now takin'^, a hard look at the basic human 
ri;;hts of all f;roups . ' , 

No group Ulustrates this more clearly than the handicapped who have been suspended 
or barred from school s , whose access to and use of buildings has been prevented or. 
limited by man-inade bulldinp; barriers, who h.ive beer excluded from consideration in 
much of the work world on the excuse of . increasing insure. ice rates in spite of their 
exemplary accident rate, and whose socialization, recreation and cultural needs have 
not been considered in planning for parking,' suitable walks, and the absence of 
building barriers to permit entrance and full use of many community resources by 
all - whether using crutches, in wheel chairs., deaf, blind, unusually tall or short 
or medically limited. BUILDING NEEDS FOR THE HANDICAPPED spells out the specif Icfl 
of their unique needs. 

T^K>m.T: U-f - t r* <:r't'^: "T^,: oiropv rip'^ bin chan^-; - f_o '^v'?ry mr»n^. r<^'^.ard 1 '^s s f>f -^M'rtrb^ 
nis «:hini'>'., ^»nl»lon nnnortun f t v . To r'/'='ry ,nin tlif? rlr>ht to live, to work,|t:o hr? 
himself, -"n! t*^ .'-^-'com*^ whr>t'^vpr thin" his i ihnod end hfr. visioh.can cpmhino to mako 
him. Tbip *\ ^, t'^^' promlvip of Amyrira", Thi : promiso c r.r\ ^^c f'jlfii.lnd for pt?oplc • 
wf r h. hrind'* cnp^: , ''"'^ r>'jt nf r^n nf fiir rttiz^is', rml^' wh'-'n man * r thog'^htlpss Inhumanffv 
mnri i p ' i rrf r i ror] ^ ^ru) bt i i 1 i ■ pro hui ! ■; bnrr 1 '^r- fr^^^ . 



DyPLlCAliON RiGHIS .7 

This document was developed to help people with handicaps by guiding all of the. many 
people responsible for planning, designing, financing and building buildings. There 
fore, any part of it may be duplicated in keepinp, with this purpose. Staples, and 
bindings have been omitted to expedite duplication, and an extra set of , Indexes, 
Mstinf; what is included on the cover flaps is next to the back cover so this, too, 
:My hn duni f C'-^f ^'d wh(*n Inquiries are sent. When any part or parts are incorporated 
into a writt'Mi dr.c»jment, ii:idepende.nt of thin one, written acknowledgement shall be 
rn:nIo t() ( h" F i » • ITF r)rnjnrt listed on th^^. cover pa^.e. 
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THE NATIONAL POLICY FOR A 3ARR I ER FREE 

ENyiRON^iENI 

April 24, 1974 

••in the United States today It' is estimated that one out of ten persons 
has limited mobility due to a temporary or a permanent physical handicap* 
Improved medical techniques which provide some mobility where it was not 
possible in the past, and an expanding population of older persons is 
increasing this number every year* Yet in general, the physical environment 
of our Nation's communities continues to be designed to accomodate the 
able-bodied, thereby increasing the isolation and dependence of disabled 
persons. To break this pattern requires a national commitment. 

Therefore, it shall be national policy to recognize the inherent right 
of all citizens, regardless of their physical disability, to the full 
development, of their^ economic , social and personal potential, through 
the free use of the, manmade environment, 

,The adoption and implementation of this policy requires the mobilization 
of the resources of the private and public sectors to integrate handicapped 
people into their communities.'* 



(This policy has been endorsed as national policy by the 
National Easter Seal Society for Crippled Children and 
Adults, the President's Committee for Employment of the 
Handicapped, The American Institute of Architects, and 
the Paralyzed Veterans of America.) 
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iJjTRODyCIQRY NOJES 



While these building ne\ds were developed for students with special needs (K-12 
and post-secondary), theVe was deliberate consideration of all ages and all 
handicaps because student\? do grow up and could become part of the school faculty 
or peroonnel of the futur^,, present faculty or students could become disabled, and 
all handicaps need to be considered If barrier-free buildings are to be constructed 

Actual building measurements given apply to children and adults as well; equipment 
or furnishings may need to be changed according to the size of the disabled user^ 

Increased costs to meet these building needs ^In NEW CONSTRUCTION have been esti- 
mated to be from 0-1% (Exception: elevator ).\ 

This document Includes all building - parking - transportation needs for any 
handicapped person to attend school, work, church^i recreational facilities, 
professional office, libraries ^nd public" bull dings ; and manap^e In all kinds of 
living arrangements. 

IT REPRESENTS THE IDEAL. \ 

THE IDEAL SHOULD BE INCLUDED IN NEW BUILDING CONSTRu\^TION. 

MODIFICATIONS CAT^ BE MADE , AND OFTEN INEXPENSIVELY, TO REMOVE OR REDUCE SOME 
BARRIERS IN EXISTING BUILDINGS SUCH AS: 

1. Loud whistle, and someone Informed about reaspn for use, to Indicate need 
for help In bathroom or elevator, 

2, Switch of classrooms to accommodate the. person with special needs from 
floor to floor to avoid stairs; from one room to a larger one to allow 
space for a wheel chair; from one room to one with fewer hazards for the 
the visually handicapped, or with better acoustics or light for the 
hearing handicapped, 

3» The Initial purchase of adjustable, moveable, separate desks and chairs 
to meet the needs of any student, handicapped or not, at all times. 

4, Survey of all bathrooms In order to select the or*» which accommodates a 
whe^l chair user with the fewest changes* 

5* Long extension on telephone used by students to be accessible to wheel 

chair user and In private, or In school with many telephones, have oT\e at 
suitable height for wheel chair user, short person , etc* 

6. Removal of one or more front and/or back row seats In an auditorium for 
use by wheel chair users or people with long leg braces and crutches* 

7* Magnet door closers on bathrooms to avoids need to add or change locks* 

8, Buddy system to alert deaf or blltid--«tudent of fire alarm; to write out 
student loud speaker announcements for the hearing handicapped* 

9, Paper cups available to wheel chair user or very short persons If drinking 
fountain Is too high, 

10« Removal of toilet stall partitions when space Is Inadequate for wheel 

chairs biit with curtain added for privacy* 
11. Ordinary pipe with elbows, or heavy duty handle or towel bar • all secure* 
ly Installed - to serve as grab bar where neeided, 
: h2-. Mo ving o J^ toil -et-xo oi n acce ssory-ho-H^rs-tb suitable levels as described. 

13* If overhead lighting is insufficient to meet the special needs of the 
visually handicapped, a high-intensity lamp could be used. 



14. A large sewing thread spool, installed with a long screw, makes a good 
and easy-to-use "hook*' for a book or supply bag in a toilet stall. 

15. Studnntm In Arcfl Vocational-Technical Centers, as part of thoir course 
work and if so authorized by proper authorities, might install or extend 
railings (many are too short to enable a crutch walker ,to manipulate the 
first or last step), build ramps, put up grab bars, lower toilet' room 
accessory holders, etc. Maintenance workers likewise may remove barriers 
with the authorization of -the school. Foot stools to improve sitting 
posture, removal of desks for wheel chair users, etc* require littlo, time 
or expenditure. 

Funds, allocated for handicapped students iff Vocational education , are available 
from the Department of Vocational Education, State Department of Education, /' 
Mcntpelier, Vt. (Telephone: 828-3101) for expenses such as changing the height of 
a work bench or the level of a machine, etc. used in an area Vocational -Tecl^nical 
Center. * 

Many building needs, planned for the handicapped, actually benefit everyone. An. 
example is an elevator, installed for the handicapped, benefits Maintenance 
workers, teachers carrying supplies., etc. A ramp is easier to manage than steps 
when entering a building with an armful of books, food, etc. 

This document should be helpful to planner-designer-architect without relating 
to specific impaired functions since building plans should include^all possible 
users. ^ 



Building costs met in whole or In part with public fund^--^^ Municipal , County, 



an 



ino^'' 

State or Federal - must be barrier free, and at least^^^ual to the Americ 
Stdndftrds Aasociation Specifications A 117.1 - 19>l"^"Making Buildings and Facil- 
ities Accessible, and Usable by, the Physically^andicapped" . 

LAW REFERENCES ^^"^ 

FEDERAL - Public Law #90-48O^0th Congress, August 12, 1968 

The term "building" jneans any building or facility "the intended use for 
.which either will require that such building or facility be accessible to 
the public, or may result in the employment or residence therein of 
physically handicapped persons". 

(1) New construction or alteration in behalf of the U.S. Government. 

(2) Buildings to be leased^ in whole or in part by " ^ " , 

(3) To be financed in whole or in part by a grant or loan of the U.S. 

VERMONT - Act #253 - 1973 (State Department of Education responsible for 
school construction; Department of Labor & Industry for other 
construction).- The Vermont law also specifies that there be a 
"reasonable numiber of free, designated parking places in an 
accessible location for use by the physically handicapped people 
patronizing the building; that public buildings have ramps thereto 
unless such building as determined by the State Building Director, 
after consultation with the Governor's Committee on Employment of 
the Handicapped, would not normally be used by the handicapped," 



SUGGESTED USE Ol; THE DOCUMENI 



FORMAT 

Each pa^e is arranged as followij: 

SPECIFIC If (of building BUILDING NEED LETTER CODE INQUIRY ANSWERS 

AREA need) (DESCRIPTION) FOR FUNCTION MET / NOT MET 

COVERED , AFFECTED ^ 

BRACKET 

If letter code is bracketed, that is with parenthesis marks, It means that bulldln 
need Is essential for the code. lf»tter(s) listed. 

COVER FLAPS 

Both front and back covers are made with cover flaps to facilitate use of INDEXES 
with the many bulldlnj? needs (not pa^e numbers). 

FRONT COVER FLAP 

Contains the •'Groupings of Handicaps by Impaired Function" together with a letter' 
code for each at the top; an "Index by Code for Impaired Function" at the bottom^ 
' For example, nfter Building Need ^1 pert?lnin?» to the width of parking spaces 
there in an "AV* together with other cede letters. The "A*', and this is within a 
bracket, means that this buildinf* need is essential for a person with good arm 
function who uses a wheel chaitr. For Building Need //57, pertaining to a toilet 
flush lever, the "A" is not bracketed which meaner it would be helpful but is not 
essenti'al • 

To use front cover flap open document fl«t to pagewanted. On the left will be a 
plain page (the back of a printed page). Cover this page with front cover flap 
for ready reference to Building Needs on right page. With each change of page 
follow same procedure. 

BACK COVER FLAP 

Contains Indexes relating to schools at the top - first a comprehensive one and 
then a "specific one for school building i^reas or equipment; Residential, or only 

the dormitory part of a residential ' school , in the middle; a Miscellaneous Index 
at the bottom. 

To use merely open out the cover flap so it extends and stays out beyond right 
pages when the document is open. ^^^^-^ 

INQUIRY PAGE ("Inquiry on Parking, Adcessiblc Entrance & Full Use of a Building, etc ." 
EXAMPLES OF USES: 

! ' ■ 

1. A Guidance Counselor is working with a student whds4 handicap requires 
r special scrutiny of building provisions during post-secondary training. A 
college of the student's choice is being contacted. The Guidance Counselor 
^would make a copy of the entire document starting with ''Suggested Use of 
Document'", fill* in her/his name and address at the left of the INQUIRY page, 
the college's name and address at the right, check the first item under 
General Need for Inquiry , and put the code letter which describes the 
rr:udsnt'^ Impaired functfon, and chock the specific need(8) of ' the inquiry. 
This would give the school all it needs to know. The school , in turn, would 
study the Building Needs which apply ( Educational Planning - PosH-Secondary 



would hnvo bwn chockod) n« flhown it: the top of thn back cover finp Index, 
and mnrk «ttor ench Rul Idlnr^' Need f' *'m«t'* or **not met'' And return to thf* 
Render* • • 
" , . . ' ' ' ■ 

2» The Governor's Committee on Employ i*>nt of the Handicapped , or n Vocatlonnl - ' 
Technical Center wnnts to learn ftnm aw emp)o/er If a place of employment Is 
acreflslble to and could ho used by ,i,p/»r.;on wlrli n hnnd^cnp, Rni ic »1 ly the 
procedure deacrlbed under #1 would he used except thnc "Work Planninf*" would 
be checked and the Index at the bottom of the. back cover flap, ''Plac^ of 
Employment", would be used. > \ 

3. A civic fi^roup plana to ha^ve a volunt:eer proup In each of the counties 

bordering on Route 7 In Vermont mako a survey of public rest rooms to learn ' 
if they are accessible to the handicapped. The second part under ''General 
Need for tiie Inquiry" would be checked, then "Public Rest Room a" , as the 
specific need, and the Index at the bottom of the back cover,, flap would list 
the building needs numbers. 

COMPRgHENSIVE INDEX LISTINGS 

In the different Index listlnj^s, all tern.'; pertaining to FULL USAGE wil 1 be in-- 
eluded. For example, a recreational facility will Include parking, walks, building 
access, wheel chair space out of aisles, lighting, acoustics, rest rooms, etc.; a 
dormitory, parking, access and full use Including bath rooms, lunch br dining 
rooms, kitchen , conrmons , washer-dryer, etc. 

BARRIER SURVEY BY UNTRAINED PERSONS 

An effort has been made to have all building needs specific; to have those which 
are extra difficult to understand marked with an aste^risk * showing there Is a 
picture in the back, A further way to insure adequate checking is to borrow or 
rent a wheel chair and use same as a real way of making a survey for handicaps in 
walking. Also, it improves efficiency Arid observations for people to work in 
pairs with one making measurement, the other recording, and both discussing needs 
and what has b^en observed. 

BUILDING BARRIERS FOR ALL HANDICAPS 

From the Indexes by impaired function it 1 s quickly apparent that building barriers 
increase as the mobility of people decreases. However, even' though few barriers . 
___B.ff-«ct- the hearing Impaired, for example, the lack of suitable lighting and proper 
flCouTtlcal treatment can entirely preclude comnwnlcation and thus muc^i learning If 
the building Is a school; directional or warning signs are of no use to the 
reading or visually impaired; an improperly placed door closer could cause serious 
Injury to the abnormally tall, etc, 

REFERENCE TO TRADE NAME. MANUFACTURER^ DEALER 

Such references are made not to promote a product but to clarify a building need 
by indicating a trade name^ manufacturer or Vermont dealer reference. For each 
one listed, and this is done primarily in connection with plumbing supplies, there 
may be others. The design and specifications are what Is Important in this . 
document; r 

PAGE NUMBEifg ' . 

Pages in thjs body of the "Building Needs for the Handicapped" are numbered "IBN*' 
to differentiate page one in this document from page one In the docimient for the 
balance of the Title III project. Pages are numbered as an extra way for quick , 
• reference. However only'the "GENERAL INDEX BY BUILDING AREAS" refers to pages as 
well as Building Needs numbers. All other Indexes refer to Building Need numbers • 
only. 

O iv . 
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54 through 67 
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115 through 121 
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51 


Wo^k Space for Wheel Chairs 


18BN 
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INQUIRY ON PABKING. ACCESSIBLE ENTRANCE & FULL USE OF A BUILDING OR PARK BY 
PERSONS OP ANY AGE AND WITH ANY TYPE OF HANDICAP 

TO: ' FKOti: 



(Name, organization, stretft address. Post Office, Zip, Telephone) 
GENERAL NEED FOR INQUIRY 

This inquiry pertains to the needs of dNE HANDICAPPED^ PERSON whose function is 

characterized by the code letter as explained in "SUGGESTED USE OF 

DOCUMENT*' for the purpose (s) checked belowi 

This inquiry relates to an ARCHITECTURAL BARRIERS SURVEY defined below. 

SPECIFIC NBBD(S) FOR INQUIRY 

CAMPING (Buildings, rest rooms, paths, terrain) 
CLERK'S OFFICE (Town or City) 



_ CLINJC SITE 

^ COURT (Federal, County, District or Municipal) 
^CULTURAL EVENTS (Site of concerts, plays, museum, movies, etc. plus parking, 

rest room facilities & extra space for wheel chair) 
DENTIST'S OFFIJE (including rest room, elevator) 
^DOCTOR'S OFFICE ( ^' " " ;) a 

^ BATING PLACE (including public rest room) 

_ EDUCATIONAL PLANNING (access to afl areas of training, rest rooms, nurse, 

cafeteria, library, auditorium, "gym, etc*)* 

^ PRE-SCHOOL * 

ELEMENTARY 

SECONDiWflY 

POST^ SECONDARY (college^ technical school, other) 

^ HAIRDRESSER OR BARBER ' 

^ HOSPITAL (x-ray, laboratory admissiond, billing, patient areas^ rest rooms, 
lunch room) 
INTERNAL REVENUE OFFICE 
" LAWYER'S OFFICE 
* LIBRARY (including rest room) 

^ LIVING UNIT (Home, Apartment, Dormitory) , ^ 

" MOTOR \CTICLE OFPicE 

" OVERNIGHT ACCOFWODATI ONS 

[ POLICE STATION , 
[ POST OFFICE 

^ PUBLIC REST ROOMS (Municipal, Service Stations, Inns, etc.) 
^RECREATION (as observer or participant; inside or outside recreation) 
[ RELIGIOUS PARTICIPATION 

SPORTS EVENTS (as observer; inside or outside) 
/WORK PLAliNING (Field trip, work exploration, possible employment) 

OTHER: 



LOCATION OF RELEVANT INDEX INDEX BY CODE FOR IMPAIRED FUNCTION (FRONT COVER) 

SCHOOL imEX (Comprehensive or Specific); 

^ r esidentia:l;'> ^ ^ miscellaneous 

rr»i/--' 11 ' (BACK CO^/Tfo) 



BUILDING NEEDS FOR THE HANDICAPPED. 



PAGE IBN 



SPECIFIC 

AREA 
COVERED 



BUILDING NEED 



LETTER CODE FOR 
AFFECTED^ FUNCTION 
(BRACKET-BS SENT lAL ) 



CHECK HERB 



ANSWBRfi 



CHECK HERB 

If m m 



PARKING 



1? FT. WIDTH PARKING SPACE 
(to permit wide opon door, 
wheel chair *pnssnr>,r», spread 
space for crutches. It sha 
V)e designated for the 
handicapped. - . ^ 



(ABCE) 

pictures marked 
/Ma,^Mh,.^Mc,*lH) 



2 GRADE - no pitch & no 
difference in levels 



(ABC)DEFG 



NATURE OF SURFACE hard, 
compact, smooth, uniform & 
non-skid 



(ABCDEF)G 



PROXIMITY & ACCESSIBILITY to 
useable entrance 



(ABCDEFGI)L 



SAFETY FROfM ice, roof slitjes 
deeply pilecV snow 



(ABCDEFGILM) 



INTER-, 
FACES 
BFTWEEM 
BUILDINGS 



GURU BREAK 
Elevations f^reater than 1/2 
require ramping?. With curb 
heights 4" - 8'* a break 
required with minimum width 
of 36*'; mini munL- .1 e n o t-h^ o f 
1 ft. for every 1" eleva- 
tion; textured surface at 
sidewalk entry to curb*- 
break and at entry to vehi- 
cular traffic to warn the 
blind. If cur/b height 
requires ramp^ to extend in- 
to sidewalk, thus creating 
hazard for any pedestrian, 
and sidewalk width is 
sufficient to accomodate 
same, a paral lei -ramp with 
"rail coul'I be built at 
street side of walk. Tex- 
tured , surfaces around same 
needed to alert the blind 
(inuch like city subway 
entrance cone ept) . ^ 



(ABCDEF)G(IL) 
*(1 picture marked 
^6) 



WALKS 

WIOTH - 48" (For lonr. walk 
or ramp 60" needed for 2 
wheel chairs ^to pass. 
Grade - Maximum 57o or 0.6" 
rise per 1* len;gth) Poles 
supporting over-valk awnings 
or sign posts offer real 
hazard to the blind. 



(ABC). 



^ SURFACE - Compacted, smooth 
6c non-skid . ' 



(ABCDEFGL) 



SAFETY - Freedom from snow 
or ice accumulation, ice or 
snow roof falls (snow 
removal critical to blind 
because it covers clues) 



(ABCDEFGILM) 



ERLC 
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SPECIFIC 

AREA 
Cnv^RKD 






LETTER CODE FOR 


INQIJIBX 


ANSWMS _: 


^^ 


BUILDING NEED 


AFFECTED FUNCTION 
(BRACKBT«BSSENTIAL) 


CHECK HERE 
IF MET 


CHECK HERE 


RAMPS 
INDOORS y 
OR 

OUTDOORS 


/ 1 0 


GRAD^, - For pvr^ry 1" rise a 
minitnum ramp 1 ength of one 
foot elevation to ?0" 
ramp length conslder.ed optl- 
mai / 


(ABCDEF)G(TL) 


- 




(NOT TO 
SUPPLANT 
STAIRS; 
BOTH MAY 
BE 


11 


WIDTH - 48" minimum (60" 
need eel tor ^ wnee i cnairs tc? 
pass) 


(ABC)E . 






12 


LEVEL REST PLATFORM - Every 
JO rt t 


(AB)CEDFGI 




■ - 


NEEDED) 


13 


TURN IN RAMP - level platform 
(48" X 60" or 60" x 60") ' 
before resuming elevation 


(AB)CDEFGI 








14 

t. 


EXTERIOR RAMPS: 
CONCRETE should ha-l^e ^. brush- 
> ed surface to make them 

non-slip (me'tallic aggregate, 
may be added to concrete). 
WOOD ramps should have 
noaras going ^ros-s-wise wj.cn 
spaces between board's--, for 
.^r^:^nage and traction and 
fiiue an abrassivp - finish 


(ABCDEF)GL 








15 


INDOOR OR OUTDOOR RAMPS MUST ;: 
FtAVE RAILINGS. See "RAILINGS' 
next for details. (Railings 
needed for st^pport for 
•people with mobility 
problems ; direct ianal clues 
for the blind. 


(ABCDGHIL) 






RAILINGS 
(INDOORS 
OR 

OUTDOORS ] 

o 


16 

1 


RAILINGS, should be 42" with 
intermediate rails at 10",. 
and an offset hand rail at 
32" for children, wheel 
cnalr users, cruccn waiKers 
on ramps - 10", 32", 42"; 
on steps, 3?" measured from 
nose of tread'.' 


(ABCDEGIL) 


■ 






I / 


NUrlDiSK — KequireQ on do en 
sides unless there is a w^ll 
on one sid^ which should 
have sincle 32" hand rail. 


YARCDF^G^IL) 








1 o 

18 


L» nAKAL* i JS K • KO un u » 1 
out^side diameter with mini- 
hum clearance, to wal^ of 
iV* to permit grip 


C ARrDFfiTL ) 








19 


EXTENSION - One foot horizon- 
tal extension top & bottom - 
If extension extends into 
space, end shall be rounded 
back for surety. 


(ABCDFrSiL) 

^ i pxctuir*^ IIIH L r\.t:*J 








20 


ANCHORAGE - Railings should 
be securely anchored to - 
withstand full weight of 
adult without flexurew . 


(ABCDFGIL) 
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SPECIFIC 

AREA 
COVERED 




BUILDING NEED 


LETTER CODE FOR 
AFFECTED FUNCTION 
fBRACKET-ESSENTIAL) 


INQUIRY i 


kNSWiSRS _ 


CHECK HERE 
IF MET 


CHECK HERE 
IF NOT MET 


STEPS 


21 


NOSE - No f>xtending nose where 
riser meets tread 


CDEFGL *('^ plrture 
marked//t21a,Xlb,2lc) 






z z 


KlbuK " nrtXiinuni f II J. gii oc 
uniform in height, TREAD 
Depth « 24" 'or 25" minus 
2 times riser height 


CDEFG . 






23 


RAILS - 32" from tread at 
front edge or seep « weii 
anchored 


CDEFGIL 






LEVEL 

PLATFOIW 

BY 

ENTRANCE 
DOORS 


24 


WIDTH - 1 ft.. wider than door 
opening on each side 


rABC^DEFGI(L) 






25 


DOOUS OPENXNO IN - J ri: • aeep 
level platform OUTSIDE ; 


f aboe 






26 


DOORS OPENING OUT - 5-ft. deep 
level platform Uiriaiti£» 


(ABC)E 






DOORS 
> 

Cont • d 

on neitt 
-page 


27 


THRESHOLD' - low as possible 
(3/4") and beveled at both 
e^dses . 


(ABC)DEFGL 


- 




28 


OPENING - 32" Clear (34"-36" 
door allows 32" free open- 
Ing) vDoors, any type, 
should be left fully open or 
closed to ayoid hazard for 
blind) 






• 


29 


MAXIMUM DOOR OPENING PULL - 
8 lbs. with single errorc 
(heavier doors require 
stronger closers resulting 
in greater pull for user) 


(ABCDEFGHI) 






30 


HARDWARE 

Lever tvpe handle preferred 


BCDEF(GH) 


■v. / 
-J / 




Lever or knob 34" from floor 
LOCKS - For leyer type, 
separate lock & turn lever, 
for knob, push lock with- 
out turn or separate lock ^ 
and turn lever 


(AB)K 
BCDEGH 

■. ■ • 
'.V 


/ 
/ 

/ 

/ 

■t / 




31 
i- 


ON DOOR LEADING TO DROP OR 
OTHER HAZARD eitner cne 
lever, knob, or crash bar 
should "be knurled to warn 
the blind 


(L) 


T 




32" 


"*DOOR CLOSER should be door 
mounted rather than jamb 
mounted so as noc co pro j euu 
into door opening to present 
hazard to the blind or the, 
extra, tall 


(KL) 

* (2 pictures 
marked 'JiPa.lPb) 

■ •> 






33 


On exterior & interior doors.- 
used'often for wheel chair 
users ^ and on side toward 
which door closes, a knob, 
small grab bar of, small- 
block of woqd^^should be in- 
fi^ialled on hSiee side at' 
knob height so wheel chair 
iiiaor ran close door easHv 


AB ■ 
*(1 picture v 
mrrked 




' T 
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SPECIFIC 
AREA 

COVERED 



BUILDING NEED 



LETTER CODE FOR I INQUIRY 
AFFECTED FUNCTION ICHECK HERE 
l(BRACKET'=ESSENTIAL) I IF MET 



ANSWBRfi 



CHECK HERE 
IF NOT MB 



DOORS 
Concluled 



ERIC- 



35 



36 



37 



38 



39 



40 



WINDOW IN DOOR - Thore should 
be a window of shatter proof 
glass in all doors with both 
high enough for standing 
person & low enough for chile 
or wheel chair user to avoid 
unexpected collisions , 
(approximately 26" from 
floor extending upward 3t4 
ft, and on side of handle,) 



ABCDEFGKL 

*(1 picture morkedj 

n4) 



DOOR CLOSERS - Tim^fdeTayed | ABCDEFG(L) 
door c losers recommended 



AUTOMATIC DOORS (sliding, 
swinging, treadle operated) 
IDEAL! 



ABCDEFGHI 



DOUBLE LEA? DOORS - One leaf 
must, leave minimum of 32" 
clear opening 



(ABCE) 



DOUBLE DOORS WITH VESTIBULE 
BETWEEN - If, passage between 
doors no.t -wide enough to 
pprmlt wheel'fchair. user to 
moVe to side allowing closing 
of one door &. opening of 
the other , passage must be 
long enough for" wheel chair 
6t clearance for width, of 
door swinging into passage- 
way (48'' for wheel chair 
plus width of dQor. "Double, 
door trap" i s common label 
for doors so* close together 

^ that wheel chair user is 
trapped between) 



(ABE) c 



CLOSET. DOORS - Width of 
closet same width as door to | 

avoid blind areaB^^wlTtch-^ 

can*t be seen or reached. 
Bi-fold, accordion or 
double-sliding- doora prefer- 
able to swinging door. Coat 
hanger bar should be 54'* 
from floor; shelf 2" above | 
bar. Low shelf 8" from 
fl oor . ■ " 



ABCDEFGHL 



— u 



DOOR MATS - Must be recessed 
flush with adjacent Surfaces] 
with small openings £c of su< 
composition & construction 
to avoid throwing a crutch 
walker off balance, impede 
passage of wheel ch^air user 
or trip the blind, and •. 
stable so. as not to curl 
awny. from floor or slip; or 
rubber mat with beveled edge^ 

. placed oil flQQFt ' 



(ABCDEFL) 



:i.8- 
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SPBGIFIC 

AREA 
COVEBED 




BUILDING NEED 


LETTER CODE FOR 
AFFECTED FUNCTION 
(BRACKET-ESSENTIAL) 


ZMQUI&Y 


ANSWERS _ 


CHECK HERE 
IP MET 


CHECK HERE 
IP NOT MET 


FLOORS 

V " 


41 


LEVEI^ - Floors on a given 
story should be on a common 
1 cvrI throur.hout or be c on- 
nected by a ramp with minimutr 
of 1 ft. in length for every 
inch of elevation with 
appropriate hand rails • 


(ABDE) 


X 




42 


SURFACES shall be non-slip, 
devoid of any kind of wax. 
Asbestos vinyl is dirt 
resistant and does not 
require waxing. If carpet 
is used it should be short, 
dense, pile without padding. 
If padding is essential, 
should be no greater than 
1/4^'. ^Extra care needed to 
secure carpet at places of 
carpet seaming to avoid 
tripping or throwing a crutch 
or unstable. walker or the 

^blind 


tABCDEFG)L 

't 




\ 


ELEVATORS 


43 


ELEVATORS shall serve entry 
and all publicly used levels 
arid shall be sel f leveling- 
at each floor, and the gap 
between the cab floor and 
the floor level should . be 
narrow enough to prevent a . 
crutch or cane tip, wheel 
chair swivel wheel, or heels 
from catchinR or falling 
into Rap, ' 


abciIe 

'<- 


~i 




44 


CAB - Minimum size A' x 3' 
with' door on 3' end; .larger 
size preferable & may.be 
required by various regula- 
tory agencies (added $ize 
would be essential to 
accommodate pefQon in body^ 
cast and on a stretcher; 
wheel chair user with one 
leg extended) Floor shall bo 
non-slip . 


(ABC)•'^ 






/ 

Cont'd 

on next 


45 


CONIROLS - All controls, 
inside & outside of cab 
including emergency controls 
& telephone (which need 
standardized location), shall 
not exceed 44' ' from floor, 
and shall be mounted hori- 
zontally, and shall have 
raised or recessed markings 
for the blind. (Because of 


(AB)CGH(K)L 
*(1 picture marked 
U5) 
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SPECIFIC 
AREA 




BUILDING NEED 


LETTER CODE FOR 
AFFECTED FUNCTION 
(BRACKET-ESSENTIAL) 




ANSWERS 


CHECK HERE 
IF MET 


CHECK HERE 
IP NOT MET 


ELEVATORS 
Concluded 




the need for the blind to 
fint^er all controls in 
locatin.f^ the needed one, 
controls should not be. heat 
sensitive ones but should be 
positive action push buttons 
There should be visual 
Indication in the cab of 
the floor arrived at. 
Ideally there should be 
audio announcements of floor 
arrivals but in lieu thereof 
a textured floor number 
shall be on the door jamb 
of the floor arrived at, & 
on the opening sidf of the 
elevator door irom , 
floor level & reachable 
without having to leave 
the cab. "Door open" inter- 
vals must be long enough 
for entrance or exit of 
persons in wheel chairs or 
on crutches, and' the blind. 
Controls must be reachable 
by a person in a wheel 
chair, whether he/she 
enters the elevator fore- 
wards or backwards, and 
there /should be room in .'the 
cab to turn around if 
possible. There shall be 
hand rails on 3 sides of 
the cab 33** from the, floor. 
ELEVATOR POWER SHOULD NOT 
BE TURNED OFF IN CASE OF 
FIRE. SIGNAL FOR DOUBLE ' 
FROM THE CAB SHOULD BE 
AUDIBLE IN AN OCCUPIED 
PLACE WITH PERSONNEL 
TRAINED FOR SUITABLE ACTION, 
STAND-BY POWER SOURCE 
' DESIREABLE IN EVENT OF 
POWER OUTAGE OR OTHER 
EMERGENCY. 


1 

r 






DRINKING 
^tOUNTAINS 

■ ^ 

Cont' d 
on next 
page 




DRINKING FOUNTAINS shall be 
hand and, foot operated and 
the drinking ispout and hand 
controls shall be up front 
or on th6 side, and the top 
of the basin shall be 30" 

. (Maxxipum from the floor. 
. Recessed water fountains aro 

not recommended because of 
^ inaccessibility to,wheel 


(AB)CDEFGHK 
* (2v pictures mark- 
ed //46 a /46b) 

/' 


:\ 

■ ■ \ 

\ 

\ 


-r 

\ • 
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SPECIFIC 
AREA 

COVERED 



DRINKING 

FOUNTAm<; 

Concluded 



TELEPHONE 



47 



BUILDING NEED 



chair user. An alcove, 
likewise, is hot wise un^ 
less wider than wheel chair 



ERIC 



TELEPHONE - If in booth, door 
must be wide enough to 
accept. a wheel chair (at 
least 32'' clearance) and 
have no curb. Dial, tele- 
phone coin slot, and co^n 
return lever should be no 
higher t;han 48". The 
number of the pay phone 
should be written in 
Braille for the blind. 
He^rinp aids with telephone 
switches are usable with 
public phones only if the 
GRCMMFT (a small device 
over telephone cord as it 
enters the receiver) is 
either omissing or blue; 
not usable if grey or black 
One public phone per 
building should' be equipped 
with blue-grommet or no~^ 
"gr emmet phone. Available 
only upon request from the 
Bell System and from some 
independent systems. If 
there are multiple phones, 
at .least one should be wall 
mounted with the working 
parts, mentioned, above, no 
higher than 36" for wheel 
chair users. If a writing 
shelf- is provided, it shoulc 
be no higher than 35" but 
31" is preferred. It is \ 
desirable to equip one 
phone with a special con- 
trol desivgned for the 
hearing handicapped, and 
Jihis should be clearly 
marked for sighted and 
yyind. ("Volume Control 
Handle", available for ^ 
small monthly charge from 
telephone co.y used With 
all but Trimline phones or 
f^oes in noisy location; 
special "noisy control , 
handle" for noisy areas.) 
Telephbne books should be 
available for. reading at 
30" from tl^e floor. 



LETTER CODE FOR 
AFFECTED FUNCTION 
^RACKET-ESSENTIAL) 



(ABK)L(M) 
pictures tna 
M.7a, 47b, 
47d) 



*(4 

rked 

47c, 



GROMMET 




CHECK HERB 
IF MET 



AHSUE&i 



CHECK HERE 
IF NOT MET 
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SPECIFIC 

AREA 
COVERED 




BUILDING NEED 


LETTER CODE FOR 
AFFECTED FUNCTION 
(BRACKET-ESSENTIAL) 


INQUIRY . 


ANSHZBS 


CHECK HERE 
IP MET 


CHECK HERS 
IP NOT MET 


ESSENTIAL 
CONTROLS i 
EQUIPMENT 


48 


FIRE ALARMS & INSTRUCTION FO!^ 
USE & FIRE EXTINGUISHERS .& 
INSTRUCTIONS FOR USE need to 
be mounted so the parts 
needing to be reached or 
read shall be no more than 
44'* from the floor. Symbol 
& Diagram for non-readers • 


(ABGHJK) 

*(1 picture marked 
#48) 








SWITCHES & CONTROLS for 
lights, heat, ventilation, 
draperies shall be placed 
within reach of people in 
wheel chairs 48" maximum 
from the floor. 


ABK 


- 


- 


50 


CONTROLS FOR OPENING & CLOSlrC 
WINDOWS may ,be less access- 
ible because of radiators & 
recessing of some Windows & 

.therefore require special 
consideration to place con- 
trols within reach 


ABK 


"... 




WARNING 
SIGNALS 

✓ 


51 


Simultaneous auditory 6^. visual 
warning systems, such as a 
flashing beeper, are used 
for building evacuation to 
warn' either "the blind or the 
deaf 


(LM) 






LIGHTING 
LEVELS 


52 


For people with vision ■"■ 
problems but with sight, iand 
hard of hearing people, 
extra illumination may be 
required. for reaJing and/or 
for lip reading; Good 
lighting is essential to 
outline steps and passages. 


(LM) 






IDENTIFI- 
CATION 


53 


TACTILE & GRAPHIC IDENTIFICA- 
TION NEEDED FpR BLIND OR 
NON-READERS for room number}^ , 
rest room (male and female), 
reSttrlcted . areas, :dahger 
zones, stairwell doors, 
el,evators, exits, one way" 
passage, ^tc, at 4 ft. from ^ 
the floor and on. both sides 
of the door iamb. 


(JL) ^ 

• 


' t : 




TOILET 
ROOMS 
(WITH 2 
OR MORE 
TbiLET 
STALLS 


54 


ENTRY must avoid "Double Door 
Trap" (see DOORS)' & have an 
open area beyond the. entry 
to allow wheel chair passage 
& tum8(about 48'.'); have at . 
least onie toilet stall 3 ft* 
wide minimum by 5 ft • deep 
with the door swinging out 
on the 3 ft. side providing 
for a 32^* clear opening & / 
so. located to pennlt a wheel 

>chalr to turn Into It. 


(A3)E 

. kl2 r . 
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SPECIFIC 

AREA 
COVERED 






LBTTER CODE FOR 


INOUIRY 






, BUILDING. NEED 


AFFECTED FUNCTION 
(BRACKET-ESSENTIAL) 


CHECK HERE 
IF MET 


CHECK HERB 
IF NOT MET 


TOILET 
ROOM (FOR 
SINGLE 
OCCUPANT) 


J J 


Tn ftTrlpT t"o nrovlde turn 
around space, toilet room 
should have 60" x 60*' clear 
space* 


(AB) 






56 


THE TOILET SEAT should be 20" 
. from the floor, have a cover 
which serves as a back rest 
strongly support ed & at an 
angle of 100^ from seat* 
Hinges should be heavy duty, 
& seat should not be pitched 
tovmrd center, 

Beneke Extra Heavy Duty Seat 
& Cover Model 721 (open , 
front) or Model 720 (closed , 
front), Beneke Corporation, 
Columbus, Mis«. 39701 
or 

Classic Model 549. (trade 
name '^BADGER*'), solid ,^ 

1^1 sk^^Af* aon^ c\t\ pn fT"On^ witrl 

pj.€SlBtJ.C Scat., tjpcil V. n 

cover in black or white - 
Hulbert Supply Co., 322 Pino 
St.. BurlinRton 05401 


(ABC) 








> 




. • "V ' 


■ - . ^ 




57 


HAND OPERATED FLUSH LEVER is 
preferred, over a push button 
operated lever and must be 
reachable by a person in a 
wheel chair and be no higher 
than 40*'. (Foot operated 
flush lever to be avoided 
for walking-standing- 
balancing problems) a push 

Kn^^r^n ''1 pvpt" 1 OC AtP'd at . 

bottom of tank neaT^jcoTner___ 
of side apdrrfr^nt, should 
< be a feasible alternative. 


ABC 




V 




58 


TOILET PAPER. DISPENSER & . 
QAMTTAPV NAPlfTN OR TAMPON 
RECEWACLE should be within 
easy reach of person on 
toilet- and be lever operated; 


(ABC)GH 

n"fr*tiiT"P TTiaT"kpd 

/»58 & #63) 






Cont * d* 

.O.n-next 
page 


59 


GRAB BARS, IV outside dia- 
, meter & with minimum iV 
cliearance between bar & wall 
shall be installed horizon- 
tally on the walls of a 3 ft. 
wide toilet, stall ^t 24'* &' 
48" from the floor, and shall 
extend to within 6" of the 
rear wall and at least 12*' 
beyond the front of the toi- 
let bowl. They should be 
securely- anchored to with- 


■■ (ABCDEFG) 
* (3'pictures 

marked /^S^^a, S^b, 

50c) 







ERIC 
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PAGE lOBN 



SPBCIPIC 

AREA 
CCJVBRED 



BUILDING NEED 



TOILET 
ROOM (FOR 
SINGLE 
OCCUPANT) 



Cont'd 
on next 
page 



stand full adult weight 
without showing flexure. 
(The two heights of grab 
bars allow for either push- 
ing up fronv the seat or 
pulling up whichever Is 
possible. However the 
State 6c Fedieral laws call 
for 33" height and there- 
fore will need vto be In- 
stalled In addition to the 
other h e{ghts.) 



60 CLOTHES HOOKS should be 

Installed on the side wall; 
(rather than the door) wltli- 
In 12*' of the door at 54** 
liilgh for person of full 
height; lower for smaller 
person. • 1. 



6r A BAG HOOK should be In- 
stalled at 36** from the 
floor on the side wall near 
the front end of the toilet 



62 URINALS - Height of lip not 
higher than 18** from the 
floor and preferably less 



63 BOOK SHELF (for books & 

belongings) bottom should 
be '36** from the floor with- 
out , protruding support 
bracket s; Top> 40** ^ 



64 LAVATORY - Maximum height of 
basin should be 31*' . 
Minimum clearance of bottom 
of apron 27** from floor (to 
permit wheel chair & knees 
to slide under) . If 
ciounter mounted, bowls 
should be placed at front 
edge for e-asy reach. 
Faucet controls should be 
le^^er type & have tactile 
markings, for H & C. Hot 
Water 6e drain pipes should 
be. insulated if located to 
permit body contact by, 
wheel chair. user without 
temperature perception. 
Soap dispenser should be ■ 
within reach and operable 
with one hand. Where foot 
operated lavatories are 
used, there should be at 
least one hand operated 
one available. Pocket booJc 
shelf near lavatory helpful 
to blind. . ■ 



LETTER CODE FOR 
AFFECTED FUNCTION 
(BRACKET^BSSENTIAL) 



ABCK 



ABI 



(AB)K. 



(AB) 

*(1 picture marked 
^58 & #63) 



(AB)KL 
* (1 picture markec 
y>64, 65,&66') ' 



21- 



T won TRY 



CHECK HERE 
IF MET 



CHECK HERE 
IP NOT MET 
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I SPECIFIC 
AREA 

ICOVERSD 



1^ 



BUILDING NEED 



LETTER CODE FOR 
AFFECTED FUNCTION 
(BRACKET-ESSEWTIAL) 



TNQ"TRV AKgOTR^S 



CHECK HERE 
IF MET 



CHECK HERE 
NOT MET 



TOILET 
ROOM (FOR 

SINGLE 

'occupant) 

I Concluded 



65 



66 



67 



MIRROR over lavatory for the 
wheel chair user shall he 
mounted so bottom of glass is 
within 36-40^' and top 72-74" 
of the , floor (or with the 
inirror mounted to side of 
lavatory at the same height) 



ABCK 

* (I. picturp marked 
*64, 65, <Sc 66) 



PAPER TOWEL DISPENSER & 
TAMPON OR SANITARY NAPKIN 
DISPENSER shall be wall 
mounted by lavatory used by 
wheel chair user with dis- 
pensing slot no higher 'than 
40" from the floor. Other 
drying means shall be • 
similarly mounted. If w^isto 
paper receptacle is wall 
mounted, slot must be within 
reach of wheel chair user.. 



(ABK) 
*(1 picture marked 
#64, 65, r^-fie) 



In rest rooms for single 
occupant;. with latch on room 

-door, latph must be operable 
by "key" from oiitside in 
event occupant needs help. 



AB 



SHOWERING 
& 

BATHING 



68 



SHOWER STALLS - 32" x 42" - 
with entry on the long side 

or 36" X 36" 

(Po\^^ers-Fiat Corporation, 
1 Michael Court, Plainview, 
N.Y. 11803 or Equivalent) 
Floor should be _non*slip. 



(ABC)L 



69 SHOWER STALL WITH CURB ^ 

Transfer rfrom side of wheel 
chair must be possible.- 
Therefore placement of showr 
er stall in the room, the 
opening .in the stall, & the 
seat in the shower must be 
planned to permit rear wheel 
chair wheel to extend beyond 
the shower seat thus allow- ^ 
ing transfer from wheel chali 
to shower seat. A slatted 
(teak) bench is* the seat of 
choice, and should be 19" 
from the floor & extend ias 
close as possible to stall 
opening to facilitate 
transfer to & from wheel 
chair, and to allow curtain 
to close between the two. 



(ABC) 
*(1 picture marked 
#6? 75) 



Cont'd 
on next 
page 



ZD 
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I SPECIFIC 
AREA 

I COVERED 



BUILDING NEED 



LETTER CODE FGR 
AFFECTED FUNCTION 
(BRACKET"SSSENTIAL: 



CHECK HERE (CHECK HERB 
IF M ET JIF NOT MET 



SHOWERING 
& 

BATHxNG 
Cont ' d 



70 



71 



72 



74 



Cont'd 
on next 
page 



SHOWER STALL WITHOUT CURB - 
Wheel chair may be driven 
into shower stall ^ there- 
fore a folding toilet ty^/e 
shower seat can be used as 
an alternative to the slottac 
bench, such seat to be 19'* 
from the floor and centered 
on the wall either to the 
ri^ht or the Teft of the 
opening to allow transfier, 
( For.. wall -moun t ed f o 1 d -up 
shower seat: Winco 
Model 24, Wlnco Co., Inc., 
3062 46th Avenue, North ^t. 
Petersburg, Florida 33714. or 
equivalent ) 



(ABC)L 
*(3 pictures mark 

^^70n, 70b, TOc 



SHOWER CURTAIN * Anchored at 
one end & mdvable by an 
attached wand at other end 
which comes to vithin 30*' 
of floor; or by pull cords. 
SHOWER DOORS ARE NOr * 
RECOMMENDED. 



(ABC) 



SOAP DISH - Wall mounted 36" 
from shower floor and with- 
in reach of fold up seat;or 
slotted bench & large 
enough to accommodate bath' 
accessories (soap, shampoo, 
etc.) or accompanied by a 
shelf / * . 



GRAB BARS FOR SEATED SHOWER 
USER. - Horizonta-l grab bar 
16" to" 18" long on wall 
opposite shower seat; fixed 
bar at side of the seat- 
should be 30'* long."' The one 
on shower^ stall opening 
must be hinged to ieither 
swing up or be removed for 
entrance & extt, & when 
down & in use secured in 
stirrups. All grab bars 
should be 2 8" above shower 
floor.' ^ 



GRAB BARS FOR STANDEES WITH. 
STANDING INSTABILITY, the 
blind, or wheel chair users 
who stand to transfer from 

' chair to shower seat .'- There 
should be a vertical grab 
bar the^bott6in of which 
should be 2 8" \above the 
floor and 36" long mounted 



(ABC) 



(ABC) 



(DEFG)L 
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specific 
.Area 

COVERED 


9 




LETTER CODE FOR 
AFFECTED FUNCTION 
(BRACKET-ESSENim ) 


■ , IHQUIRY 


ANSWERS 


CHECK HER] 
IF MET- 


CHECK HERE 


SHOWERIN 
& 

BATHING 
Cont'd ' 

Cont'd 1 




on the wall opposite the 
seat and 1?" back from' the 
stall opening.*' Suitable 
anchorage, referred to be- 
fore, appli^^s^^ere. 








1 


SHCWER HEAD^& COOTROLS - 
Shower head should be band 
held on a 66" flexible hose 
(ALSON or equivalent) which 
can be used detached or hung 
at different heights on' a 
vertical rod which should 
extend from 24'* above the 
floor to 6 ft. above the 
floor, and mounted on the 
wall opposite the sjiower 
seat and within 6" of the 
wall opposite the stall 
opening. 


(ABC) 

*(1 picture marked 
i?69 & 75) 




1 

V 


76 


THE STUB WALLS intruding 
into the shower stall open- 
ing shall not exceed 3 
Inches on t'»i^her side. 


(ABC) 






77 


FIXED WATER SUPPLY, where 
the hose attaches, will be 
centered on the wall oppo- 
site the shower stall oper^- 
ing &L 3it sk height of 42'* 
from the floor. • A rotary 
• levet* type control , to 
avoid inadver*:art tempera- 
ture changes, should be 
located below the fixed 
.water supply or centered on 
the wall opposite the aeat 
immediately above the. grab 
bar. -Ideally , .to avoid 
burns, an anti-scald mixing 
/ valve ^should be included or 
some tyDe of water tempera- 
ture control so water 
temperature cannot exceed 
110^ (This applies both to 
Shower & Tub.), The con- 
trols should incorporate 
the use of a pressure 
balance valve needed to 
protect the shower user 
from su^iden temperature 
changes when water is used 
elsewhere in building. 


(ABCL) 

I 




• 


on next 1 
page' j 




• 
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SPECIFIC 
AREA 

COVlBRED 


^^ 


BUILDING NEED 


LETTER CODE FOR 
AFFECTED, FUNCTION 
(BRACKET-ESSENTIAL) 


TNOniRY ANSU1CRS 


CHECK HERE 
IF MET 


CHECK HERB 
IF NOT MET 


SHCMERING 
& 

BATHING 
Ctmtlnuec 


78 

1 


BATH TUB - A corner tub 
(American Standard #2195a39 
for right hand outlet or 
? 197. 135^ for left hand out- 
let or equivalent) is more 
easily entered by a wheel 
chair user because the free 
c ol n et. orreFs space tor t ii e 
transfer. The corner -sibtiqE 
surface should have non-skid 
strips,. 


(ABG)DEF(G) 
*(? pictures market 
#78a, 7Rb) 

WALL 




«. 




non-skid 
strips 
..CORNER TUB 


79 

■\ 


If a RECESSED TUB is used, 
care of location of controls 
5c spout is important. Wheel 
chair user gets into tub by 

. head-on approach to one end 
of side, siuS on edge of 
tub which should have^non^ 
slip strips, lifts lep.s into 
tub, turns legs toward 

> opposite end holding grab 
bar on wall opposite entry 
and edge of tub, and then 
slides body into tub. 
Therefore, care should be 
^iven to locating spout & 
controls to be in front of 
user when seated dn tub. 

determineL^ by other fixtures 
fx wall contours in relation 
uo spac e rpr wneei cnpiF. 


(ABC) 


- 

/ 1 


■i 




80 


IF A TUB IS USED, must have 
either non-slip strips or 
non-slio surface in bottom. 


(ABC) 








ESSENTIAL FOR EVERYONE - Tub 
Dnuuiu noc nave snower uoors 
because track on edge pre- 
cludes sitting during trans- 
fer • 


(ABC) 






Cont'd 
on next 




SOAP FOR TUB - enlarged for 
DISH - soap & other 

UciLllJ.Ilg cid^cS>aL;L' 

^ " ies, centered on 
long wall, & 18*' 
from tub bottom 


(ABC) 






_ FOR SHCWER - on wall 
- • opposite 

.entry & 58"^ 
'* « from tub 

1 arged for 

bathing 

accessories 


ABCDEFG 

*(1 picture marked 
*81 ^87) 






page 






1 
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SPECIFIC 
AREA ^ 
COVERED 



'SHOWERING 
& 

BATHING 
Concluded 



GENERAL 
SUGGES- 
ITICNS ON 
CONrROLS 



KITCHEN 



82 



83 



BUILDING NEED 



GRAB BARS BY TUB - There 
shall be a 36" long horizon- 
tal bar centered on the long 
side of the tub & just above 
the top of the tub; a vertir 
cal bar on the same wall 
24" long extending from 6" 
above the top of the tub 
upward and placed 24" from 
the open end of the tub, / 
second vertical grab bar 
36" long should be mounted 
6" ^rom ::he top of the tub 
Sc 12" from the edge of the 
tub on the controls wall. 



LETTER CODE FOR 
AFPECTED FUNCTION 
(BRACKEt*ESSENriAL) 



(ABC)DEF(G) 
*(1 picture marked 
*81 -Sc 82X 



8A 



85 



THERE ARE PERSONS WITH 
SPECIAL HAND CONTROL NEEDS 
(arthritis, muscle weak- 
ness, amputets, congenital 
c^efi3Ct8) which may re< uf.re 
special «Jio';er, lavatory, 
tub or kitchen sink control 
Beyond this, whatever is 
used for the blind must have 
surface markings. Ctactile^ 
to differentiate hot 'and 

. cold. ■ ■ 



BGHIL 



TMniTTPV AWnJgRg 



CHECK HERB 
IF MET 



CHECK HERS 
NOT MET 



SINK •* For use by wheel 
chair user. Sink counter 
has to be. custom made to 
accotanodr.te knees & feet in 
wheel chair. Recess for 
knees - 27" from floor ,& 
8" from floor and an added 
8" in from rront. To. 
facilitate these . ad Just- 
ments, sink should have 
rear rather^ than center 
drain, 



8€ 



Cont'd 
on' next 
page 



87 



KITCHEN COUNTER' - Should be 
30" from floor to under 
side of counter which shovid 
be no more than one inch 
thick 



APPLIANCES 
STOVE - Controls on side or 
front 



WALL MOUNTED OVEN with side 
door opening. Ideally the 
height of the bottom of the 
oven opening should be no 
more than 30'^ from the 
floor and with accessible 
controls^ 



2 pictures 
R4a, 84b) 



SINK 









if 













(AB) 

*(2 pictures mark- 
ed #85a, 85b) 



(ABCKL) 



(ABL) 



ERIC 
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SFBCIFIC 






LETTER CODE FOR 


TNtiUTRY 


ANSWMS 


AREA 

COVERED 


* 


BUILDING NEED , . 


AFFECTED FUNCTION 
(BRACKET-ESSENrriAL^ 


CHECK HBRl 
IF MET 


sIghbck here 

hip NOT MET 


Concludec 


1 oc 

i 


door with freezer in bottom 
oc scorage .flc cop* dice oy 
side freezer - storage. 


. *(2 pictures marke 
voo, hxtra ) 


d 


I ' r 'i 


LAUWDRY 


89 


VASHER-DRYER - Front opening 
with controls in front » 


(ABK) . 








1 QC\ 


wall mounted 30" from fl oor. 
AG juscaDie .neignt V'-cver 
operat^ed) . ironing board. 




j 




FURNITL'Ri 


a 91 


BED AND CHAIR HEIGHTS 19" 
from floor 


(ABC)K 






ELECTRIC 

ULTl L&i w 


92 


'Should be 18" or more from 
ri oor 5 UpliA required o 
prong plugs for safety also 
offer positioning clue for 
Che blind. 


(ABC) 




1 




1 Q') 


r\L L ,*we a L ner c onn ec u xon s 
between house & garage & 
without .change in floor 
levels or with ramp 


*.(2 pictures marked 

Ann rt /. \ 


t ^ 




• 


. 94 


Omit garage door or use car 
port 


(ABC) 

^{^c pictures , vj; 






fireplace; 


95 


Should not have raised hearth 
which extends into room - 
(prevents tending fire) 


ABC 






ACOUSTICS 


96 


Rooms should have sound ab- 
sorbing properties for the 
comfort of anyone & espec- 
ially for hearing aid users 
who have trouble compre- 
hending speech when there 
is acoustic bounce from 
hard surfaces; Carpets, 
cjraperies, upholstered 
furniture, acoustic ceiling 
tile or islands of strate- 
^Icaily pLacea & wall in- 
stalled acoustic tile 
should be.usod in rooms with 
all hard surfaces. 


(LM)^^ 








97 


In certain school & indus- 
trial situations , where the 
^ noise level could be 
dcmaging with prolonged 
'exposure, personal protec- 
tive hearing devices (ear 
muffs, ear plugs) may be 
needed • 


OS HA STANDARDS j 
REQUIRE TH"S 












1 

30 ' ' 




o ■ 
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SPECIFIC 
AREA 

COVERED 




t 

BUILDING NEED 


LETTER CODE FOR 
AFFECTED FUNCTION 
(BRACKET-ESSENTIAL) 


INQUIRY 
CHECK HERI 
IP MET 


ANSWERS 
S CHECK HERB 
;1P NOT MET 


INTER- 
COMHUNI- 
CATIONS 
SYSTEMS 


96 


The increasing tendency to 
use inter-cotnmunicajtl on 
systems in hospitals, apart- 
ment houses, drive-ln banks, 
etc • penalizes the deaf 6e 
hard of hearing. Signs, 
special bays , special lights 
etc, should be provided for 
the hearing impaired. 


(M) 






HEAD 
CLEARANCE 


99 


Light fixtures, signs, etc, 
should be 7 ft, or taore 
above the floor. 


(KL) 






CAFETERIA 

SERVING 

LINE 


100 


Space between food counter 
tray shelf & railing, if 

'present, should be 36**. If 
passage turns before end of 
food counter, added" space is 
needed at comer for wheel 
chair turn,. ^ ^ 


(AB) 

pictures markec 
^lOOn, 100b) 






SUPER- 
MARKET 
CHECK-OUT 
PASSAGE 


101 


Space for customer check-out 
should be minimum of 32" for 
vrhejel chairs, canes, crutch- 
es., & walkerettes. 


(AB)DE 




• • 


TURN- 
STILES 


107 


. IF TUW-STILES are used, 
there must be alternate 
passage ways 3^" wide^.for 
wheel chairs, canefs, crutch- 

^: es, or walkerettes. 


(ABCDE) 






TROUBLE 
WARNING 
LiqHt 
WITH BUZZ 


103 


Especially from bathrooins, 
but ideally' from any room, 
t|:iere should be a trouble 
light with buzz to summon 
help when needed and should 
have tactile identification 
for the blind. ' 


ABCL 

r 








INVALID 

stic'kers 


104 


Available on request from 
fire departments, & adhered 
to outside of housp, window 

.where handicapped person 
sleeps, and on- inside door 
jamb of room .where hrndi- 
capp.ed person sleeps, 
alerts fire department 
personnel that spec ial help 
is needed. 


ABCDEFGILM 
*(2 pictures of 
stickers both 
marked ^^10^) 








EXITS 


105 


There should be 2 exits 
useable by handicapped (32" 
ydlde doors, suitable hard- 
ware, and 1 evel surfaces) 
lOT use incase of fire. 
They should be easily 

itya^ 1 *i K\ 1 o ■ 


(ABC)DEFG(L) 












. 1 


1 
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SPECIFIC 

ARSA 
COVERED 


^^ 


BUILDING NEED 


LETTER CODE FOR 
AFFECTED FUNCTION 
(bKACKET-BSSBKI lAL) 


„ INQU2BX.. 
CHECK HERE 
IF MET 


ANSWERS 
CHECK HERS 
IF NOT MET 


p'lace of 
assembly 

(AUDITOR- 
IUM, 
. MOVIES, 
CHURCHES, 
THEATRE) 


106 


Any place of assembly . should 
have level space provided, 
for a t^heel chair user so as 
not to block traffic, to 
allow vis.ability for user, 
& to meet fire laws. Ramps 
should be provided whrire* 
elevation differences 
require steps, (Accessible 
rest, rooms & telephone 
essential ) . 


(ARC) 






CHALK- 
BOARD 
(CLASS- 
ROOM OR 
LABORA- 
TORY) 


107 


IV* outside diameter hand 
rail or grab bars, hori^oji- 
tal & 3*' above chalk" tray 
and/or vertical from chalk 
tray up for 36** at both 
en4s of 2 section chalk- 
board or at mlddlcfit both 
ends of 3 section board, & 
IV* clearance from chalk- 
board for grip, for use by 

'mobilit}^ handicapped student 
or teacher. 


ABCDEFG 
*(1 picture marked 
*107), • 


• 




AISLES 
(CLASS- 
ROOM OR 
LABORA- 
TORY) 


108 


At least, one aisle, if de*6ks 
or tables are fixed, shoulci 
be a minimum of 36** wide, 
preferably next to chalk- 
board with accessibility to 
exit door, and with 6G'*' x 
60** turn around space, at 
end for v^heel chair. 


(ABC) ' 






WORK 

SPACE 

FOR 

WHEEL 

CHAIR 

USER 


109 


If desks are fixed, one or 
more next to aisle should be 
removable to permit space 
for wheel chair 6e appro- 
priate work table (desk, 
table, riywood fitted to 
wheel chair) plus space for 

, suitable book & supply 
storage; in laboratory,, 
table height consideration 
m5y be needed & knee space 
for wheel chair user 


(AB) 

> 




- ■ 


TABLE & 

DESK 

HEIGHTS 

FOR 

WHEEL 

CHAIRS 


110 


Table, desk, laboratory 
benches, etc. should be of 
^ such height to allow wheel 
chair arms to slide under 
top. Because wheel ctiairs 
come in different sizes, 
measur^ent from floor to 
top side of chair arm will 
. serve as a guide. Table 
(etc.) top should be rrotn 
1"" to iV thick & with 
space under top sufficiently 
wide to clear for wheel 


(AB) 

*(1 picture marked 
./fllO) ■ 

. 32 " 







chair user*s feet & kilees. 
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BUILDING NEED 


LETTER CODE PGR 
AFFECTED FUNCTION 
(BRACKET-ESSENTIAL) 


.TMOHTRV AMfitmiW 


CHECK HERE 
IP MET 


CHECK HERE 
IP NOT MET- 


width': 


1 1 f 


Corridors mwst f)0 n mlniinuTn 
of 60'^ wide for '2 wheels or 
1 who.ol- chair u'^er & 1 
crutch -walkor to ppss» ^ 

(Jlegulatron needed to insure 
keepiii'^ to tight to pSrotect 
blind from collisions.) 


AnCDE . 






CORRIDORS 
LONGER 
THAN 
■20 FT, ' 


112 


For corridors longer than 20 
ft i there should be hand 
rail 9 on one or both sides 
ot 32" hei.^ht, round & iV 
in diameter and with IV' 
clearance from vail to per- 
ifiit hand f^rip for use by 
mobility handicapped person?? 
(Rails offer support to 
mobility handicapped, it guide 
the blind.) ' 


DGHI 

it 


• 

\ 




COAT 
RACKS 
STUDENT 
STORAGE 


113 


Wien du> to any limitation 
i^xistin,^ stora'^e facilities 
ior coats & supplies are 
n'jt feasible (door closures, 
heip;ht,s of shelves or hooks, 
Gtc.) a coat rack or locker 
may need to be iniprovised 
which offers the same 
capacity for privacy & 
safety which lockers pro- 
vide. 


ABCGHKL ■ 


/ 

/ 

. / 


■• 


SWIMMING 
POOL 

Cont'd . 
on next 
page 
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(NOTE: Building Needs /A 10, 
. .16, 22, 28, 41 , 42, 53, 
54 - 59, 67 - 76,''B2 could 
all apply to- rooms, etc. 
needed in conjunction with 
pool use.) 

SHAIXOW. END. (water depth) 
'^6" & 2 means of entrance - 
ej^ress; 

Stairs'Oaach with 2 railings) 
Ramp (one above the other) 

32'* 

18" > 

and 42" apart on ramp with 
actucl clearance between 
rails of 38" and outside 
rail diameter of iV (If 
either railing is next to 
pool side there , should be 
IV' clearance to allow 
.-rspace for grip.) 
DEEP END 

Standard ladder at side(s) 


(ABCDEFGHI)K(L) 


■ 


/ ■ 
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BUILDING NEEDS TOR THE HANDICAPPED 



PAGE 20BN 



SPECIFIC 

AREA 
COVERED 



SWIMMING 

POOL 
Cone luded 



BUILDING NiiBD 



TPxA^JSFER CHAIR FOR WHE EL 
CHAIR/BRACE USER Canyas ^ 
upholflfcered shower chair 
with wheels to transfer 
froTT) shower sb chair can be 
rolled into pool ^ 
MOLDING. AROUND POOL (OR 
SHALLOW END) Railing or 
molding of sufficient height 
CO pr'event wheel chair 
rolling into pool; textured 
surface 36" .- from pool edge 
h around entire pool to 
warn the blind 
WARNING LIGHT To get 
attention or warn deaf 
swiiraner 

POTABLE WEIGHTED STANCHIONS 



LETTER CODE FOR 
AFFECTED FONCTIO!^ 
(BRACKET»ESSENTIAL) 



Wrj \ ROPE Weighted stanchiore 
higher than water height at 
maximum water depth for pi.ool 
use by non-walkers or blind, 
and strun?5 with rope the 
width of pool provide rope 
to grasp and can bG**moved 
to desired depth for 
swimmers of different sizes 
.^disabilities 
TEMPERATURE ADJUSTMENT 
POTENTIAL While most pool 
temper.-^tures are kept at 
^5 ^ the ideal is to con- 
struct pool to go to 
maximum, useful for some 
handicaps (Therapeutic pool s 
should have\^ provision for 
maximum temperature of 97°,) 
( NOTE ; There is no reference 
to a HYDRAULIC LIFT, an 
altieniate means of exit/ 
egress because use is time 
consuming. However, as 
modification to existing 
pool it could be essential 
for use by the handicapped,) 



TMnttTBY AMgWML«5 



CHECK HERE 
IF MET 



CHECK HERE 
IP NOT MET I 



ERIC 



TRANSPOR- 
TATION 
(FOR 
SCHOOL'j 
JOB, 
RECREA- 
TION »ETC) 
Cont'd 
on next 
page 
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PUBLIC 

TRAIN Train platform should 
be at same 1 evel as car 
floor with ramp to platform, 
fx aisles must be 3''**. wide ,^ 
with compartment & rest 
room accessible & usable. 



(AB)CDEFG(L) 
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BUILDING NEEDS FOR THE HANDICAPPED 



PACE .21B^^ 



SPBCIPIC 

AREA 
COVERED 



BUILDING NEED 



LETTER CODE FOR 
APFECTED FUNCTION 
(BRACKET-ESSEWTIAL) 



CHECJC HERE 
IF MET 



CHECK HERE 
IF NOT MET. 



TRANSPOR- 
TATIpN 

ContiRued 



1 16 
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118 



Cont'd 
on next 
page 
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PIJ\NES - Should lir» similar- 
ly accessible. Transfer 
from wheel chair to narrow 
carry-on chair & then to 
plane seat necessary. Rest 
rooms inaccessible to 
wheel chair users in all 
j^anef?. r 



(AB)CDEFGL 



BUS OR VAN - Access im- 
possible to whoel chair 
user or long le^ braces & 
crutches without folding 
ramp or hydraulic lift 
which are commercially 
available. Again aisle & 
car floor space critical. 
If van is driven by wheel 
chair user & from wheel ' 
chair, there must be 
fasteners to keep wheel 
chair secure . 



(ABC) 



TEi^INAL FACILITIES - All 
terminal facilities 
.(ticket counter, phone, 
rest rooms, waitinc; areas, 
restaurants) should he 
accessible & usable for 
wheel chair users, long ler^ 
braces & crutches. There 
should be at least one 
ramped curb to enter 
terminal buildiht>. 



(ABC)DHFGKL 



SAFETY MEASURES 
Locked wheel chair brakes 
essential for transfer. 
Seat belts essential for 
non -walkers & blind; ideal 
for anyone. \ 



(ABL) 



PRIVATE 



( NOTES : /Folding wheel 
chair with removable arms 
ideal for travel; front car 
seat adjusted way to rear 
for maximum space for 
brace wearer or person 
transferring from wheel 
chair.) 
AUTOMOBILE 

Type advrised in driver 
education for the handi- 
capped screening (Driver • 
Ed* for^tKe Hand., Dept. 
of ReKab. Med., DeGoes- 
brlaiid HoRp.,, Burlington, 
Vt. 05401 ) usu'-^ny 2 door 



(ABC)DEFGK 
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BUZLDZNti NEEDS FOR THE HANDICAPPED 



PAGE 22BN 



SPKCIFIC 

AREA 
leOVSRBD 



BUILDING NEL*D 



LETTER CODE FOR 
AFFECTED FUNCTION 
(BRACKET"BSSENTIAL) 



CHECK HERE KIHBCK HERB 
IF MET JZF NOT MET 



TRANSPOR 

TATION 

Concluded 



car permits wider clearanc 
& crutch - wheel chair 
storage behind driver's' 
seat. Height of door as 
critical as width* Some 
coiDpact cars lack space for 
equipment storage or brace 
user, ■ 



121 I SPECIAL LICENSE PLATES 

Apply to town clerk for 
special license plate to 
permit parkin^? prlvll^^S^s, 
etc. In Vermont (Note: 
Legislative action may 
change this to^ making 
application to Dept. of 
Motor Vehicles rather th^n 
town clerks,) 



ABCDEFGH 



1221 HANDICAPPED DRIVERS 

In Vermont there is a progra 
for handicapped drivers 
Kcreenin;* to determine 
r»afety/f easlblllty of drlv 
ing & need for adaptations; 
prescription for adaptive 
equipment; traJLnlng of 
school driver educators, 
etc. Contact Driver Ed, for 
the Hand., as listed under 
Building Need #120, 



ABCDEFGHIJTOI 
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1? FOOT PARKING SPACE PROVIDES ROOM FOR FULL OPENING OF CAR DOOR 

AND M/^NEUVERING EQUIPMENT. 




^'la. H^^ndicapped person loading 
whnelchnir 



T'^lb, Wheelchair in trnnsportlng 
position in car 




-flc Crutch user preparing to enter 
c ar 




/*ld. Walker user preparing to enter 
car. 

37 




^^6. Curb break with ramp ' Crutch user desc<?ndlnf? 

' . • steps (Note use of 
^ handrail horizontal 
extension 




"fZla. Toes catch under pro- #''lb. Ascending steps without 

tniSing stair tread protrudin^^ nose which 

■ nose preventing pulling permits sliding foot up 

foot up to next step to n.ext step 



. • • • 38 
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f^l\c . Apprrt^e(?f stplr confieu- -''32n, Door closer protruHinr; 

rntli^n without yit'o- \ hn:? ,''rc?oMsly into door 

tru-itni; nr?'^ . open spree 




CAFETERIA ENTRANCE 



Pull handle, on hinj^e side 
of door mnkin'» it unne- 
cessr.rv for a person in 
wheelcb;^ir to turn around 
and ^o back in room to close 
door 




Acreptahle door cl.oser 
not protruding, into 
.door open space 
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finoM'Ji for St .'Tiding, p^rsop- 
nr.d 1 ov; enfni"',h for child ^ 



p i t 'ipr 



s i ^ to noo for ' 




Water fountaip not 
ur.able by person in a 
wheelchai r 



1 cbp 1 >* II pr^r f Ind i n' 




-''/t46b. Watf^r fountain usable 
from a wbeelcbalr 




#47b. Public phones at two heights 

with some low enough to be usable 
from wheelchair or by short person 



^47n, Wall-hun<^ phone usable 
from a wheelchair 



V 





^47c„ Phone boothf usable by 
person In a wheelchair 
(Note fold-up seat for 
use by others.) 




M7d. Phone booth with doors 
too narrow and instru- 
ment too high for use by 
person in wheelchair 
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^48. Fire alarm mounted too 
high for vise by short 
person or person in 
wheelchair 



^58, ^ ^ ,63. Sanitary napkin 
dispenser and 
bookshelf mounted 
low enouf»h 




#59a. Restroom without booth. Note:' 
rbom for a wheelchrir ajside 
toilet ard 24" and 48'' grab bars. 
Also note low mounted towel and 
cup dispensers. 
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#59b. Toilet booth with grab 
bars at and 48" 

Note: toilet seat cover 
which provides back rest 
for those without trunk 
stability 



^^64, 65 & 66. Ussjble sink (Note clear- 
ance underneath 
Usable towel dispenser 
One mirror low enouj^h for 
Same toilet hooth with short person or one in 

toilet serit cov»^r down wheelchair 
showin'7, hazardous sit'ua- " 
tion had there been no 
cover 




^70a,. 70b, & 70c. Foldinf^ wal 1-mounted shower seat. 



ERLC 
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^^6"^. ^^75.' Shower. Mote: 

bench which extends 
plraost to stnll open- 
in f>; hnnd.-hold 
shower; hinf^,f»d safety 
hn r wh ic h ■ c p n b'o 1 e t 
■ do^^ pcross stall 
open in f; 



^>78a. 

T WSFERRTNG 



7rom wheelchair to 
corner of tub 
From tub corner into 
tub 




^81. & ^82. Tub, grab bar, and soap 
dish /arrangement 



. 41 
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#88. Food storage. Note: 
shelves on door 



*>^3. h #94. Weather-protected 
passap,eway from ;^aragG to house 




^noOb, Cafcterl,-? chtick-out 

counter with wide enouf^h 
passa'^e for wheelchair 



46 




#1002 



Cafeteria servin;; line. Note; 
shelf to slide trays along. Also' 
note, that some food items are out 
reach of pers:pn iti. wheelchair , 





^104, Stickers vnry in shape and de.sic>n 
and- source of purchase. If not 
Available from local fire dept. 
contact F,D, Products 

514 West Enc^lewood Ave.. 
Teaneck, N.J. 07666 





^107. Hori zontp.l r/ii linc^, above chalk 
tray providing ' stabil ity for 
crutch walker usin;'^ chalkboard 



#110. Family eating bar with 

lower pul 1-out shel f for 
. person in wheelchair 
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CODE 
LETTER 


GROUPINGS OF HANDICAPS BY IMPAIRED HINCTION ! 


. A 


Wheel chair user with good crih function 


B 


Wheel chnlr user with poor arm func» ion * . . 


C 


Crutches and long leg brace(s) (One or both let^s braced from waist or;< hips 
down) 


b 


One or 2 crutches (any type), one or 2 canes (any type) with or without 
short (from knee down) leg braces 




Walker (Walkeret;te) - Rigid or hinged for movement, with or without brace(s) 


p 


Limited fur.ction In leg(s) only 


6 


Limited function in arm(s) and leg(u) 


H 


Limited function in arm(s) only ... ' ' 


I 


Medical iiandicap (cardiac, respiratory, problems of aging, etc.) 


J 


Language, disorder (inability to read warning or directional signs) 


K 


Height -""UNUSUALLY short or tall 


L 


Blind or with insufficient sight to permit eyes to guide body, read signs 


M 


Hearing handicap ins,,uf f ici ent to henr warnings, speech (Deaf or hard of 
hearing) 




INDEX BY CODE FOR IMPAIRED FUNCTION 


V NCaE : 


Dash between twa numbers includes the first & last numbers and all numbers 
between; numbers refer to building needs.) 


A 


1-^0, 24-30, 33-50, 54-73^ 75-8?, 84-95, 100-111, 113-lZZ 


B 


1-20. 24-30. 33-50. 54^73. 75-95. 100-111. 113-122 


r% 

Kj 


1 11' 1 /• ■ Ort O/.' 07 OQ AC ' Q.C Cr\ £C £0 70 HK. QO QC OA OC 1 AO 1 AO 111 

i-ii, 14*3U, 34-3/,. 39-40, oOfoO, o5, oo-/3, /5-oZ, oo, 90-95, lOz-lOo, 111, 
113-118. 120-122 ' * 


U 


9— A Qin 10 0/. 07 OQ OA O/. OA OO /.A AO AO A£ QO "7 A "7Q Q1 QO 

Z-0, O-IU, iZ-Z4, Z/, Zy, JU, 34-30, 39, .4U, 4Z , 43, 4o, 59, /4, /o, oi , oZ , 

90, 101. 102, 104, 105. 107. 111. 112, 114-116, 118, 120-122 


9 


H £ QIA 01 on O/i Ao A£ CA QO 7 A 7Q Q1 QO OA 1 A1 1 AO 1 AA • 1 A*5 

i-0, o.-i4, Zi-3U, 34-43, 4o, 54, 59, /4, /o, oi , oZ , 9U, iUi, iU/ , iU4, iU5j 

107, 111, 114-116, 118. 170-122' 


if 


O^A QIA TO OA 07 OQ OA OA Oil OO A A AO A£ QO 7 A 7Q Q1 QO OA 

Z-0, o-iU, IZ-Z4, Z/.j Zy, 3U, 34-30, 39, 4U, 4Z , 4o, 5^, /4, /o, oi , oZ , yu, 

1 A/i 1AQ' 1A7- 110 11 A IliC 11Q lOA TOO 

iU4^ iU5, iU/, iiZ, ii4-iio, iiot i/U-iZZ 


V7 


9— A Q.in 19*9 /» 97 90' A OA OA OO AO AQ A A AQ QO 7 A 7Q Q1 QO' 

Z»Q, o-iU, iZ-Zt», /<> ^9, 'jU , 34-30, 39, 4Z,t>45, 40, 4o, 5^, /4, /o, oi-o3, 

on 1 A/« 1 rjQ 1 AT 11011/IIIQIOAlOO 

yu^ iU4, iio, iu/, iiz-iio, iio, izu-izz 


u 
rl 


OQ OA OA OQ AQ AA AQ QO' OA 110 11 A 101 109 

zy, 3U, 30, 3y, 45, 4o, 4o, o3, 9U, 113, 114, Izi, iZZ 


I 


4-6. 9. 10. 12. 13, 15-20, 23, 24. 29, 36, 61, 83. 104. 112. 114, 122 


J 


A Q Q O 1 0 0 

4o, 53, iZZ 


cr 

K 


OO ^A Ac CA AA AO A A AA OA OOOl OQ 110 11 A 11Q lOA 100 

3Z , 34. 45-50, 60,, OZ, o4-oo,oo, 89-91, 99, 113^ 114, 118, IZO, IzZ 


L 


4-6, 8-10, 14-21, 2.1, 24, 27, 31, 32, 34, 35, 39, 40, 42, 45, 47, 51-53, 64, 
68. 70. 74. 77. 83. 86. 93. 96.. 99. 103-105. 113. 114. 115. 116, 118, 119 


M 


5, 9. 47. 51. 52. 96. 98. 104, 114. 122 


48 
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SCHOOi. INDEX 
REGULAR SCHOOL SYSTEM 
COMPREHKR^TVE ' 

1-77, 81 , 83-90, 92, 93, 96-100, 103-114, 117, 118,. 119, 120, 122 

SPECIFIC ' ' ^ 

AUDITdlil^UM -106 
CAFETERIA - 100 

CLASSROOMS - STATE STANDARDS plu.^ 52, 107-110, 113 
DOORS - 27-40, 54, 67, 105 
DRINKING FOUNTAIN - 46 

ELEVATOR - 43-45, 103, 114 (Hydraulic lift) , 117 
ENTRANCES - EXITS - 10-40, 102,. 105 
GYMNASIUM - 106 

HOME ECONOMICS - 39, 52, 84-90, 108-110 . . 
LABORATORY - 5?, 84, 107-110 
LIBRARY - 52, 108-110 

LOCKERS - (Clothes & book stor;^r,e) - 11/3 
' PARKING - 1-5 ' / 

RAMPS - lO-'^O, 41, 106, 114, 118 / 
SHOP AREAS - 52, 84, 92, 97, 108-110 / 
SHOWER ROOMS - 68-77, 81 
SWIMMING POOL - 114 l 
TELEPHONE.- 47 
TOILETS - 54-67 
WARNING SIGNALS - 51 

RESIDENTIAL 

ANY OF THE ABOVE PLUS ; 

DORMITORY - 78-92, 96, 104, 105, 111 

MISCELLANEOUS INDEX 

EATING PLACES -^1-42, 47, 52-67, 96, 100, 105, 106, 108-111 
PL/CR OF EMPLOYMENT - 1067, .784, 96-100, 103, 105, 109-11? 
PUBLIC BUILDINGS - 1-48, 51-67, 96, 98, 105, 106, 111, 112 
PUBLIC REST ROOMS - 54-67 (ACCESS VIA RAMP IF NECESSARY) 
RECREATIONAL FACILITIES - 1047, 53-77, 81, 105, 106, 111, 117 * 
RESIDENCES - 1-35, 47-50, 52, 55-50, 64, 65, 67-96, 104 
TRANSPORTATION FACILITIES - 105, 47, 115-122 
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SOURCE OF SIGNS ACCESS SYMBOLS « FOR THE HANDICAPPED 

fJOURCE OF HELP SIGNS FOR HANDICAPPED DRIVERS 

Tho next, flvo pa^or IMustrnte and price sl^ns useful for 
tho handicapped, usually hard to locate, and made available 
in Vermont th^ Governor* n Committee on Employment of the" 
Handicapped, Hprltaj;e I 81 "^iver Street, Montp.eller, Vermont 
05607 (Telephone: 8?8-?86r). 

The easy availability Is not only a convenience, but profits 
extend the work of the Governor's Committee toward employment 
of handicapped people. 
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Dear Customer: 

This brochure shows what 
items are availabie through the 
Vermont Governor's Committee on 
Employment of the Handicajiped. 
Tliesc items are manufactured in 
the state of Vermont for resale to 
you. The signs are made of 
linear polyethylene or vinyl that 
will withstand extreme weather 

» 

conditions. 

Any funds realized after 
expenses will be used to help 
support the activities and programs 
of the Vermont Governor's Committet) 
on Employment of the Handicapped. 

Sincerely, 



Ml 
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Peter^. Grassadonia 
Executive Secretary 



VERMONT GOVERNOR'S COMMITTEE ON EMPLOYMENT OF 
. THE HANDICAPPED 
81 River Street 
,Tel. (802) 8,28-2861 Montpelier, Vermont 05602 

. ORDER BLANK. 



DATE 



19 



SHIP TO (Name)_ 
STREET i N0.__ 
CITY & STATE 



i^lease Print) 



ZIP CODE 




NOTE; (Shipping will be . 
paid by customer on all but 
prepaid orders.) 



Signature 



Materials subject to design and price change. 



.. VERMONT GOVERNOR'S COIWEE ON EMPLOMNT OF THE HANDICAPPED " 

81 RIVER ST., MONTPEL.IER, VERMONT, 05602 (802) 828-2861 



CAR SIGNS: BLACK ON YELLOW 
LINEAR POLYETHLENE THICKNESS :035' 
6 i " X Ui 



ACCESS SYMBOLS: BLUE ON WHITE 
.4" X 4" 





Definition of Terms 

Outside: Pressure-sensitive adhesivi 
on the back side of the decal which 
can be attached to a smooth surface 



Inside; Pressure-sensitive adhesive 
on ths front side of the decal for uj 
on glass doors or windows to indicat« 
that this particular building is - 
accessible 



< *CS35 



HELP 



PLEASE 



VINYL V REFLECTIVE 

*AC42 kside 

*AC41 Oitside *AC43 



NGN ACCESS SYMBOLS 
BLUE ON WHITE WITH RED LINE 
., 4 " X 4 



*CS36 . . 

NOTE; CAR SIGNS CAN BE EITHER 
■ RIGHT OR LEFT HANDED 

BUMPER STICKERS ' 
BLUE ON WHITE'VINYL' 

' 3 3/4" X 14 3/4" 




6. 



YOUR MESSAGE 
HERE ' : 



*NA44 ■ Inside 

+NA45 ' Outside *NA46 

FIRE SIGNS: RED ON WHITE 
REFLECTIVE VINYL 4 " x 4 



. *BS38 
•ERJC 
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The International Symbol of Access 

This International <5yrabol was adoptee 
by th6 Assenbly of Rehabiliiation 
International^at it's meeting in DubJ 
in September 1959. 

The Symbol was i;;coinineRded by the 
International Cominittee on Technical- 
• Aids, Housing, and Transportationj iii 
was contributed'bylhe ScandiMv'ian^ 
Design Students Organization. ■ " 

The Syrnbol should be used to indicate 
doorways wide enough to admit a wheel 
chair, entrances which are either at 
ground level or have a ramp, drinking 
fountains and telephones that can be. 
reached by a person in a wheelchair, 
' restrooiDS that will admit wheelchairs 
and which have support bais to assist 
disabled users, parking spaces wide 
enough to permit transfer from vehicl 
to 'chair, and other facilities -that'"- 
have been planned and corstructed wit 
out barriers, It must never be used, 
where barriers exist, ' 
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VERMONT GOVERNOR'S COMMITTEE ifKMPLOyMENT OF THE HANDICAPPED 
81 RIVJER ST., MONTPELm, VERMONt. 05602 (802)828-2861 
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PARKING SIGNS BLUE ON WHITE 
LINFAR POLYETHYLENE 
THICK'NESS .OB" 

9 X 12 ♦PKOI 12 X 18 »PK02 




) \ 1- 'PKn.! 



IS -'fKO-l 




" " 1? 'RAOS . 12 x 18 .RAOfi 




INFOHWTION SHiNS UIII U\ WWV- 
..VINVL • TIIICKM.SS OOV 
li \ 12 




mwmim DiRiaio.\ vr^vi. 

'INOKP |,.!t MVOH) 

•INOIH' Ip 'hn^n 




MNi2P 
•1N'1.JP 



»IN15P 
•IN16P 
MN17P 
MnliiP 



RtST ROOMS 



Left 




Rljfht MM5D 

Left MN16D 

Up 'INITD 

Down MN18D 




fiichi MN.IOD 
iki M\20n 




I iNLAn 

i^(ji.YKrnv(.f,N^ 



hlKKCTtOS VISYL 
MN2II) 




•I\'27P 

'lN':inp 



•IN27IJ 




PHONE 



MN31P 
MN32P 
MN33P 
MN34P 



kii ;1N32D 
Up M.V^3D 
Down "INSID 



DIREaiOfi SICNS BLUE ON IHITK 
LINEAR POLYETKYLENi; iklCKNESS .06' 
VINYL . THICKNrSS .Ot)5" 

,6 \ 



^ SCHOOL INDEX 
REGULAR SCHOOL SYSTEM 

.OMPREHENSIVE 

1 77. 81, 83-90. 92, 96-100, 103. 105-114, 117, 119, 120. 

122. 



SPECIFIC 

AUDITORIUM— 106 
CAFETERIA— 100 

CLASSROOMS— STATE STANDARDS plus 52, 107-110, 113 

DOORS— 27-40. 54. 67. 105 

DRINKING FOUNTAIN— 46 

ELEVATOR— 43-45. 103, 114 (Hydraulic lift). 117 

ENTRANCES— EXifS— 10-40. t02. 105 

GYMNASIUM— 106 

HOME ECONOMICS— 39. 52. 84-90. 108-110 

LABORATORY— 52. 84. 107-110 

LIBRARY— 52.. 108-110 

LOCKERS (Clothes & book storage)— 113 

PARKING-^1-5 

RAMPS— 10-20. 41. 106. 114. 118 
SHOP AREAS— 52, 84, 92. 97, 108-110 
SHOWER ROOMS— 68-77. 81 
SWIMMING POOL— 114 
TELEPHONE— 47 
TOILETS— 54-67 
WARNING SIGNALS— 51 



RESIDENTIAL 
ANY OF THE ABOVE PLUS: 
DORMITORY— 78-92, 96, 104. 105. Ill 



MISCELLANEOUS INDEX 

. EATING PLACES— 1-42, 47, 52-67, 96, 100. 105. 106. 108- 

111 " . 

PLACE OF EMPLOYMENT— 1^67. ?84, 96-100. 103. 105. 
109-113 

PUBLIC REST ROOMS— 54-67 (ACCESS VIA RAMP IF NECES- 
SARY) 

RECREATIONAL FACILITIES— 1-47, 53-77, 81. 105, 106. 
111. 112 

RESIDENCES— 1-35. 47-50. 52. 55-59. 64. 65. 67-96. 104 
TRANSPORTATION FACILITIES— 1-5. 47. 115-122 



